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TYPE I-FOIA 

U.S. District Court 

District of Columbia (Washington, DC) 

CIVIL DOCKET FOR CASE #: 1:18-cv-02900-RBW 


UNITED Date Filed: 12/11/2018 

Jury Demand: None 
Nature of Suit: 895 Freedom of 
Information Act 

Jurisdiction: U.S. Government Defendant 


COMPETITIVE ENTERPRISE INSTITUTE v. 
STATES DEPARTMENT OF ENERGY 
Assigned to: Judge Reggie B. Walton 
Cause: 05:552 Freedom of Information Act 

Plaintiff 

COMPETITIVE ENTERPRISE 
INSTITUTE 


represented by Charles Devin Watkins 

COMPETITIVE ENTERPRISE 
INSTITUTE 
1310 L Street NW 
7 th Floor 

Washington, DC 20005 
(202)331-2278 
Fax: (202)331-0640 
Email: devin.watkins@cei.org 
ATTORNEY TO BE NOTICED 


V. 

Defendant 

UNITED STATES DEPARTMENT OF 
ENERGY 


Date Filed 

# 

Docket Text 

12/11/2018 

1 

COMPLAINT against DEPARTMENT OF ENERGY ( Filing fee $ 400 receipt 
number 0090-5833163) filed by COMPETITIVE ENTERPRISE INSTITUTE. 
(Attachments: # 1 Civil Cover Sheet, # 2 Summons Attorney General, # 3 Summons 
District Attorney, # 4 Summons Department of Energy)(Watkins, Charles) (Entered: 
12/11/2018) 

12/12/2018 


Case Assigned to Judge Reggie B. Walton, (zsb) (Entered: 12/12/2018) 

12/12/2018 

2 

SUMMONS (3) Issued Electronically as to UNITED STATES DEPARTMENT OF 
ENERGY, U.S. Attorney and U.S. Attorney General (Attachment: # 1 Notice and 
Consent)(zsb) (Entered: 12/12/2018) 











